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Message Text 


UNCLASSIFIED 

PAGE 01 BANGKO 21163 2901 18Z 
63/12 

ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

052045 

R 280239Z JUL 76 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SINGAPORE 7642 
AMCONSUL HONG KONG 
SECSTATE WASHDC 1294 

UNCLAS BANGKOK 21163 

CORRECTEDCOPY FOR FROM LINE (BANGKOK VICE USDOC WASHDC) 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUBJ: FOREIGN GOVERNMENT TENDER 

1. 549/01/T 0004 

2. #8/27/76 

3. W. BARMON 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO~ 

6B. — 

6C. FOREIGN PURCHASING SECTION, ELECTRICITY GENERATING AUTHORITY 
OF THAILAND (EGAT), NONTHABURI. 

7. EGAT-BN-T9 

8. 100776 AT 10.00A.M. 

9.201 

10. 3613000-1000.A. SUPPLY AND INSTALLATION SUPERVISION OF 
SWITCHYARD EQUIPMENT FOR BAN CHAO NEN POWER PROJECT (APPROX. 
190 KM. NORTHWEST OF BANGKOK), EIGHT 230 KV CIRCUIT BREAKERS; 
THREE 1 15 KV CIRCUIT BREAKERS; TWENTY-THREE 230 KV DISCONNECTING 
SWITHCHES; EIGHT 1 15 KV DISCONNECTING SWITCHES; THIRTEEN 230 KV 
POTENTIAL DEVICES; FIVE 1 15 KV POTENTIAL DEVICES; FIFTEEN 230 KV 
CURRENT TRANSFORMERS; FIVE 1 15 KV CURRENT TRANSFORMERS; SIX 
230 KV LIGHTNING ARRESTERS; INCLUDING STEEL STRUCTURES; WIREING 
MATERIALS, CONTROL BOARDS AND STATION SERVICE EQUIPMENT. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKO 21163 2901 18Z 

B. SUPPLY AND INSTALLATION SUPERVISION OF SUBSTATION EQUIPMENT 
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FOR BAN PONG 2 SUBSTATION: SEVEN 230 KV CIRCUIT BREAKERS; TEN 
1 15 KV CIRCUIT BREAKERS; FIFTEEN 230 KV DISCONNECTING SWITCHES; 
THRITY-TWO 115 KV DISCONNECTING SWITCHES; EIGHTEEN 230 KV 
POTENTIAL DEVICES; TWELVE 1 15 KV POTENTIAL DEVICES; TWENTY-FOUR 
230 KV CURRENT TRANSFROMERS; TWENTY-SEVEN 115 KV CURRENT TRANS- 
FORMERS: INCLUDING CIVIL WORKS; STEEL STRUCTURES; WIRING MATERIALS, 
CONTROL BOARDS, STATION SERVICE EQUIPMENT AND POWER CONTROL CABLES. 
11. PROJECT FINANCE BY THE OVERSEAS ECONOMIC CO-OPERATION FUND 
OF JAPAN (OECF). TENDER DOCUMENTS MAY BE PURCHASED AT THE ADDRESS 
MENTIONED ABOVE (6C) OR FOREIGN ACTIVITIES DEPARTMENT, 

ELECTRIC POWER DEVELOPMENT CO„ 8-2 MARUNOUCHI, 1-CHOME, CHIYODA 
KU, TOKYO 100, JAPAN, BY A WRITTEN REQUEST ACCOMPANIED BY A BANK 
DRAFT IN THE AMOUNT OF U.S. $200 FOR EACH SET, NOT REFUNDABLE, 

PAYABLE TO THE ELECTRICTY GENERATING AUTHORITY OF THAILAND, 
WHITEHOUSE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BANGK021 163 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760292-0679 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 5/aaaaamut. tel 

Line Count: 76 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 APR 2004 by Thomas VJ>; APPROVED <28 DEC 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, TH 
To: COM 
Type: TE 
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